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Telephone 

Colchester  2823 


Rebow  Chambers, 

Sir  Isaac’s  Walk, 
Colchester 


6th  August,  1959 


To  the  Chairman  and.  Members  of  the 
Lexden  and  Winstree  Rural  District  Council 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  pleasure  in  presenting  my  report  for  1958. 

I  have  to  thank  the  members  of  the  Council  and  the  Council’s 
staff  for  their  assistance  throughout  the  year. 

I  have  the  honour  to  be 

Your  obedient  Servant, 

E.  A.  HARGREAVES 
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LEXDSN  &  WINSTREE  RURLL  DISTRICT  COUNCIL 


.Area  (acres) 

Registrar-General’s  estimate  of  resident  population 


66  ,  584 


22,210 


Sum  represented  by  a  penny  rate 


Rateable  Value 


£215,324 

£864 


Social  Conditions 

The  district  occupies  an  area  partially  surrounding  the  Borough 
of  Colchester;  its  northern  boundary  is  the  River  Stour,  which 
separates  it  from  Suffolk.  South-east  of  Colchester  its  eastern 
boundary  is  the  River  Colne  and  the  Blackwater  Estuary. 

While  the  district  is  mainly  rural,  development  is  taking  place 
rapidly  in  the  ring  of  villages  surrounding  Colchester,  and  these 
serve  increasingly  as  dormitory  areas  for  persons  employed  in  the 
town. 

Most  of  the  area  is  occupied  by  agricultural  holdings  and  a 
quarter  of  the  employed  population  find  their  livelihood  in 
agriculture  and  allied  trades. 

The  remaining  three-quarters  serve  a  wide  range  of  different 
occupations,  rather  more  than  a  third  being  employed  outside  the 
district,  mainly  in  Colchester. 

The  district  has  a  population  of  above  average  age  with  a  birth 
rate  b-o-low  and  a  death  rate  above  the  national  average. 
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EXTRACTS  FROM  VITAL  STATISTICS  OF  THE  ME/  R 


Live 


Births  (  All 

(Legitimate 

(Illegitimate 


F  Total 
183  132  335 

176  12+6  322 

7  6  13 


Birth  rate  per  1,000  estimated 
Comparability  factor 
Corrected  rate 
England  and  Wales 

Still  Births (All 

,  (Legitimate 
( Illegitimate 

Stillbirth  rate  per  1,000  total 
England  and  Wales 
Total  births 


resident  population  15.1 

1.15 

17.4 

16.4 

M  F  Total 

7  5  12 

7  5  12 

0  0  0 

(live  and  still)  births  40.2 

21.6 

347 


Infant  deaths  (All 

(Legitimate 
( Illegitimate 

In  1st  week  -  All 


M  F  Total 

2  2  ~^T~ 

2  2  4 

0  0  0 

2  0  2 


Infant  mortality  rate  per  1,000  live  births  11.9 
Legitimate  infants  per  1,000  legitimate  live  births  12.4 
Illegitimate  infants  per  1,000  illegitimate  live  births  0 


Neonatal  mortality  rate  per  1,000  live  births 


(Legitimate  6.2 
(Illegitimate  0 
(All  6.0 


Early  neonatal  mortality  rate  (1st  week) 
per  1,000  related  births 

Perinatal  mortality  rate  (stillbirths  plus 
deaths  during  1st  week)  per  1,000  total 
live  and  still  births 
Percentage  of  illegitimate  live  births 


(Legitimate  6.2 
(Illegitimate  0 
(All  6.0 


40.3 
3. 9*o 


Maternal  deaths 
Maternal  mortality  rate 

Deaths 


0 

nil 

M  F  Total 

15G  1F5  351 

Death  rate  per  1,000 
estimated  resident 
population  14. 5 


Comparability  figure  0.73 
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Corrected  death  rate  10.6 
England  and  Wales 

11*2 


Deaths  in  the  Various  Age  Groups  (local  statistics) 


No.  of  deaths 


0 

-  1 

year 

5 

1 

-  2 

years 

1 

2 

-  5 

years 

— 

5 

-  15 

years 

— 

15 

-  25 

years 

4 

25 

-  35 

years 

5 

35 

-  45 

years 

3 

45 

-  55 

years 

17 

55 

-  65 

years 

34 

65 

-  75 

years 

83 

.  75 

and  1 

over 

169 

321 

CAUSES  OF  DEATH 

M  F  Total 


Infective  and  parasitic  diseases  01  1 

Malignant  Neoplasm 


Stomach 

1 

4 

5 

Lung,  bronchus 

8 

l 

9 

Breast 

0 

4 

4 

Uterus 

0 

3 

3 

Other  malignant  and  lymphatic  neoplasms 

16 

9 

25 

Leukaemia  and  aleukaemia 

1 

1 

2 

Diabetes 

0 

2 

2. 

Vascular  lesions  of  nervous  system 

12 

24 

36 

Coronary  disease,  angina 

31 

13 

44 

Hypertension  with  heart  disease 

2 

1 

3 

Other  heart  disease 

22 

33 

55 

Other  circulatory  disease 

8 

12 

20 

Influenza 

1 

1 

2 

Pneumonia 

8 

5 

13 

Bronchitis 

11 

4 

15 

Other  diseases  of  respiratory  system 

1 

1 

2 

Ulcer  of  stomach  and  duodenum 

1 

l 

2 

Gastritis,  enteritis  and  diarrhoea 

1 

0 

1 

Nephritis  and  nephrosis 

0 

1 

1 

Hyperplasia  of  prostate 

2 

0 

2 

Congenital  malformations 

0 

1 

1 

Other  defined  and  ill-defined  diseases 

18 

39 

57 

Motor  vehicle  accidents 

4 

0 

4 

All  other  accidents 

5 

3 

8 

Suicide 

2. 

0 

2 

Homicide 

1 

156 

1 

165 

2 

321 
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GENERAL  PROVISION  OP  HEALTH  SERVICES  FOR  THE  AREA 


PUBLIC  HEALTH  OFFICERS  OF  THE  LOCAL  AUTHORITY 

The  Medical  Officer  of  Health:-  E. A .HARGREAVES ,  M.  R.  C.  S.  ,  L.  R.  C.  P.  ,D.  P.  H 
He  is  also  Medical  Officer  to  neighbouring  Urban  Districts  and 
Assistant  Medical  Officer  to  t  e  County  Council. 

The  Chief  Public  Health  Inspector  and  Surveyor:- 

G. A. Graves,  M.I.Mun.E. ,  M.R.S.H. 

He  is  "al-so  a  qualified  Food  Inspector.  He  devotes  his  whole 
time  to  the  Council.  •  . 

The  Senior  Assistant  Inspector  -  K.H.Whar ton,  A.R. I.C.S. ,Cert.R.San.I. 
He  devotes  his  whole  time  to  the  service  of  the  Council.  He  is 
also  a  qualified  Food  Inspector. 

The  Assistant  Inspector  -  H.L.Ames,  A.M. I. S.E. , Cert. R. San. I.  He  is 
employed  whole-time  by  the  Council  and  is  also  a  qualified  Food 
Inspector . 

The  Additional  Inspector  -  H. S. Cartwright ,  Cert.  R.San. I.  He  is 
employed  whole-time  by  the  Council  and  is  also  a  qualified  Food 
Inspector. 

Two  whole-time  Clerks  are  employed:-  O.S. Dalton  and  Miss  J. Tucker. 


LABORATORY  FACILITIES 

There  has  been  no  change  in  the  facilities  described  in  the 
last  report. 

The  Laboratories  available  are  situated  at:- 
The  Essex  County  Hospital 

The  Public  Health  Laboratory,  Woodbridge  Road,  Ipswich 
The  Counties  Laboratory,  66,  Victoria  Street,  London, S.W.l 


AMBULANCE  .  . 

Non-emergency  ambulance  calls  are  not  accepted  from  the  general 
public. 

To  obtain  an  ambulance  in  an  emergency,  it  is  merely  necessary  to 
lift  the  telephone  receiver  and  ask  for  an  ambulance.  If  there  is  a 
dialling  system  in  operation,  dial  *999’  ,  f0’,  or  *01'  and  ask  for  an 
ambulance. 
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HEALTH  SERVICES  PROVIDED  BY  THE  ESSEX  COUNTY  COUNCIL 


Ante-natal  and  post-natal  clinics. 

Midwives . 

Nursing  in  the  home. 

Health  Visiting. 

Mental  Welfare. 

Home  Helps. 

Vaccination  and  Diphtheria'  Immunisation. 

Provision  of  nursing  equipment  and  apparatus. 

S*chool  Health  Service. 

Ante-natal  and  post-natal  clinics  are  held  at  the  Health  Services 
Clinic,  Culver  Street,  Colchester,  at  2.30  p.ra.  on  Tuesdays  and 
Thur  s  d ays . 

Infant  Welfare  Clinics  are  held  on  the  following  villages :- 
TIPTREE:  Friday  at  the  Bianca  Hall  at  2  p.m. 

LAYER-de-la-HAYE :  Second  Thursday  at  the  Women’s  Institute  at  2pjn 
ROWHEDGE:  First  and  third  Thursdays  at  the  Pavilion,  Rectory 

Road,  at  2  p.m. 

AB3ERT0N:  Second  Tuesday  at  the  Village  Hall  at  2  p.m. 

STANWAY:  First  and  third  Tuesdays  at  St .Albright ' s  Hall  at  2  p.m. 
DEDHAM:  Second  and  fourth  Thursdays  at  the  Hewitt  Hall  at  2  p.m 
GREAT  HORKESLEY:  First  Wednesday  at  the  Men’s  Social  Club  at  2p.m 
BOXTED:  Last  Wednesday  at  the  Methodist  Church  Hall  at  2  p.m. 
FORDIIAM:  Second  Friday  at  the  Village  Hall  at  2.  p.m. 

MARKS  TEY :  Third  Wednesday  at  the  Labour  Hall  at  2  p.m. 

GREAT  TEY:  Third  Tuesday  at  the  Village  Hall  at  2  p.m. 

Assistance  from  the  Home  Help  Service  is  obtained  by 
communicating  with  the  Area  Organiser,  Area  Office,  Trinity  Street, 
Colchester.  Telephone  Colchester  6251?  extension  3. 


HEALTH  SERVICES  PROVIDED  BY  THE  REGIONAL  HOSPITAL  BOI RD 

Tuberculosis 


The  Chest  Clinic  is  situated  at  3?  Shewell  Road,  Colchester  and 
is  open  daily. 

VJD. 

Sessions  held  at  the  Essex  County  Hospital  on  Mondays  5  p.m.  to 
7  p.m.  for  males  and  females.  Friday  2  p.m.  to  4  p.m.  for  males  and 
females. 
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SANITARY  CIRCUMSTANCES  OF  TIIE  AREA 


WA  TER 

» 

The  v/hole  of  the  district,  except  for  the  parish  of  Dedham,  is 
supplied  by  the  Council's  water  undertaking,  Dedham  being  supplied 
by  the  Tendring  Hundred  V/aterworks  Co. Ltd.  The  Council  maintains 

waterworks  at  East  Donyland,  Abbcrton,  Tiptrec.and  Mount  Bures. 
Additional  supplies  can  also  be  obtained  from  the  South  Essex 
Waterworks  or  from  Colchester. 

i  .... 

Additional  boreholes-  have  recently  been  constructed  at  Abberton 
and  Tiptree  and  supplies  are  adequate  in  quantity. 

Difficulties  in  supply  in  some  areas  being  due  to  the  inadequacy 
of  the  distribution  network,  proposals  are  in  hand  for  reinforcing  the 
distribution  mains  in  Fingringhoe  and  in  the  north-west  part  of  the 
district. 

The  quality  of  the'  water  is  satisfactory  from  the  Bures  supply 
while  the  remaining  supplies  are  satisfactory  except  for  their  content 
of  fluorine.  It  is  hoped  that  in  the  future  some  means  may  be 
devised  for  diluting  the  water  from  the  Abberton  source  which  contains 
bz  parts  per  million  of  Fluorine. 

Draft  proposals  are  now  agreed  for  a  Joint  Water  Board 
representing  Colchester,  West  Mersea  and  Lexden  and  Wins tree ,  to 
take  over  the  Council's  water  undertaking. 
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.A  B  BERT  ON  &  DISTRICT  WATER  SUPPLY 


The  normal  supply  is  chlorinated  and  bacter iologically  is  very 
good;  chemically  it  contains  a  high  proportion  of  salt  and  4.5  parts 
per  million  of  fluorine. 

The  number  of  samples  taken  for  examinstion  was:- 
No.l  boro  Chemical  and  bacteriological  9 
Bacteriological  2 

No. 2  bore  Chemical  and  bacteriological  24 

A  typical  analysis  is  appended. 


CHEMICAL  RESULTS  IN  PARTS  PER  MILLION 


Appearance  Clear  and  Bright 
Colour  Nil 

Li  8.1 

Electric  Conductivity  2o5Q 


Chlorine  present  as 

Chloride 

720 

Hardness  Total 

95 

Carbonate 

Nitrate  Nitrogen  0 

».C 

Ammoniac al  Nitrogen 

0.72 

Albuminoid  Nitrogen 

0.041 

Metals  Iron 0. C5 

Zinc,  copper  and  lead  absent 


Turbidity  Nil 
Odour  Nil 
Free  Carbon  Dioxide  4 


Dissolved  laalids 

1700 

Alkalinity  as  Calcium 

carbonate 

355 

Non-carbonate 

0 

Nitrite  nitrogen 

absent 

Oxygen  absorbed 
Residual  chlorine 

0.35 

•  •  • 

Fluoride  (F) 

4.5 

BACTERIOLOGICAL  RESULTS 

1  day  at  2  days  at  3  days  at 
37 °C  37UC  20-22°  C 

No.  of  colonies  developing  on  Agar  0  per  ml  0  per  ml  -  per  ml 

Present  in  Absent  from  Probable  No. 
Presumptive  coliform  reaction  -  ml  100  ml  0  per  100  ml 

Bact.  coli.  (Type  I)  -  ml  100  ml  0  per  100  ml 

Cl.  welchii  reaction  ...  ml  ...  ml 

Remarks 


This  sample  is  clear  and  bright  in  appearance,  on  the  alkaline 
sid^  of  neutrality  and  free  from  metals  apart  from  a  negligible 
trace  of  iron.  The  water  is  fairly  soft  in  character  and  its 
content  of  mineral  constituents  is  normal  for  this  source.  Organic 
and  bacterial  purity  are  of  a  high  standard. 


The  results  are  consistent  with  a  wholesome  water  suitable 
for  drinking  and  domestic  purposes,  apart  from  the  objection  that 
the  content  of  fluoride  is  greater  than  desirable  and  that  the 
degree  of  salinity  is  comparatively  high  as  regards  palatabili ty. 


Extensions  Lower  End,  Layer-de-la-IIaye  250  yards 
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COLNE  &  STOUR  VALLEY  WATER  SUPPLY 


This  supply  is  chlorinated  and  softened. 

The  quantity  and  quality  of  this  supply  is  satisfactory, 
contains  0.6  parts  of  fluorine  per  million. 

The  number  of  samples  taken  for  examination  was : - 
Chemical  and  bacteriological  k 

Bacteriological  10 

A  typical  analysis  is  appended. 


It 


CHEMICAL  RESULTS  IN  PARTS  PER 

MILLION 

Appearance  Bright  with  very  few  particles 

Turbidity  Less 

than  3 

Colour 

nil 

Odour 

nil 

7.3 

Free  carbon  dioxide  26 

Electric 

conductivity 

880 

Dissolved  solids 

590 

Chlorine 

present  as  Chloride  128 

Alkalinity  as  calcium 

carbonate 

295 

Hardness 

Total  310 

Carbonate  295 

No n-carbonate 

15 

Nitrate  : 

nitrogen 

0.0 

Nitrite  nitrogen 

absent 

Amraoniacal  nitrogen 

0.20 

Oxygen  absorbed' 

0.15 

Albuminoid  nitrogen 

0.000 

Residual  Chlorine 

•  •  • 

Metals 

Iron  0.2.L 

Fluoride  (F) 

0.6 

Zinc,  copper 

and  lead:  absent 

BACTERIOLOGICAL  RESULTS 

1  day  at  2  days  at  3  days  at 
37°C  TFC _  20-22uC 

■No.  of  colonies  developing  on  Agar  0  per  ml  0  per  ml  -  per  ml 

Present  in  Absent  from  Probable  No. 
Presumptive  coliform  reaction  -  ml  100  ml  0  per  100  ml 

Bact.  coli.  (Type  I)  -  ml  100  ml  0  per  100  ml 

Cl.  welchii  reaction  ...  ml  ...  ml 

Remarks 

This  sample  is  practically,  clear  and  bright  in  appearance, 
neutral  in  reaction  and  free  from  metals  apart  from  a  trace  of  iron. 
The  water  is  very  hard  in  character  but  not  excessively  so,  contains 
no  excess  of  mineral  constituents  and  it  is  of  very  satisfactory 
organic  and  bacterial  purity. 

These  results  are  indicative  of  a  pure  and  wholesome  water 
suitable  for  public  supoly  purposes. 


Extensions 

Vernons  Road,  Chappel  270  yards 
Chapel  Road,  Langham  500  yards 
Brick  Kiln  Lane,  Gt.Horkesley  130  yards 
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east  donyland  water  supply 


This  is  a  chlorinated,  supply  limited  to  the  built-up  area  of 
the  Parish,  known  as  Rowhedge. 

Normally  the  supply  is  satisfactory  in  quantity  and  quality. 
It  contains  throe  parts  of  fluorine  per  million. 

The  number  of  samples  taken  for  examination  was :  - 
Chemical  and  bacteriological  4 

Bacteriological  10 

A  typical  analysis  is  appended. 


Appearance 

Colour 

£H  7.9 

Electric  conductivity  1950 
Chlorine  present  as  Chloride 

Hardness  Total  140 

Nitrate  Nitrogen  0 . 0 
Ammonia cal  nitrogen  O.76 
Albuminoid  nitrogen  0.000 
Metals  Iron  0. 13 

Zinc,  copper  and  lead: 


Turbidity  nil 

Odour  nil 

Free  carbon  dioxide  7 
Dissolved  solids  1300 
Alkalinity  as  Calcium 

carbonate  350 

140  Non-carbonate  0 
Nitrite  nitrogen  absent 
Oxygen  absorbed  0 . 30 
Residual  chlorine 
Fluoride  (F)  3. 1 


carbonate 


absent 


CHEMICAL  RESULTS  IN  PARTS  PER  MILLION 

Clear  and.  bright 
nil 


480 


b: cteriological  results 

1  day  at  2  days  at  5  days  at 
37 °C  37UC  20-22uC 

No.  of  colonies  developing  on  A‘gar  0  per  ml  0  per  ml  -  per  ml 

Present  in  Absent  from  Probable  No 
Presumptive  coliform  reaction  -  ml  100  ml  0  per  100  ml 

Bact.coli.  (Type  I)  -  ml  100  ml  0  per  100  ml 

Cl.  welchii  reaction  ...  ml  ...  ml 


Remarks 

This  sample  is  clear  and  bright  in  appearance,  on  the  alkaline 
side  of  neutrality  and  free  from  metals  apart  from  a  minute  trace  of 
iron.  The  water  has  very  moderate  hardness  and  its  customary  high 
but  not  excessive  content  of  mineral  constituents.  It  is  of  very 
satisfactory  organic  and  bacterial  purity. 

Apart  from  the  objection  that  the  content  of  fluroide  is  greater 
than  that  considered  desirable,  the  results  are  indicative  of  a  pure 
and  wholesome  water  suitable  for  public  supply  purposes. 
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TIPTREE  WATER  SUPPLY 


This  is  a  chlorinated,  supply.  The  supply  has  .been  augmented 
from  a  new  borehole  which  has  been  constructed  on  the  present  site. 
The  quality  of  the  water  is  satisfactory.  It  contains  two  parts  of 
fluorine  per  million. 

The  number  of  samples  taken  for  examination  was : - 


No.l  Bore  Chemical  and  bacteriological  3 

Bacteriological  1 

No. 2  Bore  Chemical  and  bacteriological  4 

Bacteriological  13 


A  typical  analysis  is  appended. 


CHEMICAL  RESULTS  IN  PARTS  PER  MILLION 


Appearance  Paint  opalescence  with  very 
Colour  Filtered:  nil 

RH  7.5 

Electric  conductivity  950 
Chlorine  present  as  Chloride  1 3 6 

Hardness  Total  165  Carbonate 

Nitrate  Nitrogen  0 . 0 

Ammoniacal  nitrogen  0.29 
Albuminoid  nitrogen  0.000 
Metals  Iron  0.26 

Zinc,  copper  and  lead  absent 


few  particles  Turbidity  4 


Odour 

Free  carbon  dioxide 

nil 

15 

Dissolved  solids 

630 

Alkalinity  as  Calcium 

carbonate 

275 

1  Non-carbonate 

0 

Nitrite  nitrogen  absent 

Oxygen  absorbed 

0.  20 

Residual  chlorine 

•  •  • 

Fluoride  (F) 

2.0 

BACTERIOLOGICAL  RESULTS 

1  day,  at  2.  days  at  3  days  at 
37°C  37° C  20-22°C 

No.  of  colonies  developing  on  Agar  0  per  ml  0  per  ml  -  per  ml 

Present  in  Absent  from  Probable  No. 
Presumptive  coliform  reaction  -  ml  100  ml  0  per  100  ml 

Bact.  coli.  (Type  I)  -  ml  100  ml  0  per  100  ml 

Cl.  welchii  reaction  ...  ml  ...  ml 

Remarks 

This  sample  shows  slight  opalescence  due  to  the  presence  of  a 
trace  of  iron.  The  water  is  just  on  the  alkaline  side  of  neutrality 
is  moderately  hard  in  character  and  it  contains  no  excess  of  mineral 
constituents.  It  is  of  very  satisfactory  organic  and  bacterial 
purity. 


These  results  are  indicative  of  a  pure  and  wholesome  water 
suitable  for  public  supply  purposes. 


Extens ions 


Thompson’s  building  site,  Grove  Road,  Tiptree 

130  yards 

Colchester  Road,  Tiptree  360  yards 


PUBLIC  HEALTH  INSPECTOR 8 S  REPORT 


The  Chairman  and  Members  of  the  Lexden  and  Wins  tree  R.D.C. 
Mr.  Chairman,  Ladies  and  Gentlemen, 


I  beg  to  submit  my  report  of  work  carried  out  during  the  year 
ending  31st  December,  1958. 

I  also  attach  report  showing  the  progress  made  in  dealing  with  the 
houses  classified  as  unfit  under  the  Rural  Housing  Survey. 


INSPECTIONS 

Premises  visited  -  Public  health  Acts  421 

Housing  Act,  1936  583 

Work  in  progress  and  property  under  notice  (visits  thereto) 

Public  Health  Acts  522 

Housing  Act,  1936  1720 

Slaughterhouses  inspected 
Butcher’s  shops  and  food  stores  inspected 
Ice  cream  stores  inspected 
Dairies  inspected 
Bakehouses  inspected 
Factories  and  workshops 

Appointments  and  interviews  with  property  owners 
Number  of  complaints  received 
Water  samples  taken  for  analysis 
Rat  infestation  (premises  visited) 


1004 


2242 

196 

235 

13 

20 


32 

32 

328 

46 


RESULTS  OF  ABOVE  INSPECTIONS  AND  ACTION  TAKEN 


Informal  notices  served  123 

Statutory  notices  served  -  Public  Health  Act,  1936  1 

Housing  Act,  1936  nil  1 

Statutory  notices  complied  with  -  Public  Health  Act, 1936  4 

Housing  Act,  1936  nil  4 

Houses  disinfected  5 

Number  of  representations  made  with  view  to  making  Demolition  Orders  J) 

No.  of  demolition  or'ers  made1  under  Sec. 11,  Housing  Act,  1936  16 

■Clearance  Order  confirmed  (No.  of  properties)  nil 

No.  of  houses  demolished  by  owners  following  Demolition  Orders  15 

No.  of  houses  demolished  by  owners  following  Clearance  Orders  nil 

No.  of  houses  de  olished  by  owners  voluntarily  13 

No.  of  Closing  Orders  made  under  Section  12,  Housing  Act,  1936  12 

Demolition  Orders  determined  and  Closing  Orders  made  under 

Sec.  3(2)(c)  Housing  Act,  1949  nil 

No.  of  Closing  Orders  made  under  Sec. 10  Local  Government 

(Miscellaneous  Provisions),  Act.  1953  nil 

No.  of  houses  in  respect  of  which  owners  have  undertaken  not  to 

use  for  human  habitation  -  Sec.  11,  Housing  Act,  1936  11 

Closing  Orders  made  under  Sec.  17(l)  Housing  Act,  1957  11 

No.  of  houses  in  respect  of  which  undertakings  not  to  use  for 

human  habitation  have  been  cancelled  3 

No.  of  houses  erected  (permanent)  100 

No.  of  houses  erected  (temporary)  nil 

Closing  Orders  determined  (Housing  Act,  1949)  nil 

No.  of  Council  Houses  completed  Houses  20 

Flats  28  48 
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RURAL  HOUSING  SURVEY 


to  31.12.58 


Ho.  of 
Cat.  5 
houses 
on  com¬ 
pletion 
of 

Survey 

Proper¬ 

ties 

down¬ 

graded 

to 

Cat. 5 

Houses 

demo¬ 

lished 

Houses 
sub  ject 
to  demo¬ 
lition 
Orders 
or 

Closing 

Orders 

Houses 

jsub  ject 
to  under 
takings 
under  Se 
11  Ilsg. 
Act  1936 

Houses 

made 

fit 

• 

c 

""  TTatTb" 

propei 
ties 
remain 
ing  at 
31.12 
1958 

" 

Abberton 

4 

"■* 

i 

4 

Aldham 

— 

4 

1 

— 

1 

2 

- 

Bergholt,  West 

9 

20 

6 

1 

5 

— 

17 

Birch 

31 

13 

10 

3 

4 

17 

10 

Boxted 

13 

8 

9 

1 

1 

6 

4 

Chappel 

4 

— 

3 

1 

— 

Colne,  Wakes 

19 

5 

10 

2 

7 

5 

Copf ord 

9 

3 

— 

— 

1 

7 

4 

Dedham 

23 

16 

4 

10 

1 

9 

15 

Donyland,  East 

55 

7 

49 

1 

1 

9 

2 

Eight  Ash  Green 

8 

5 

4 

1 

7 

1 

Fingringhoe 

17 

14 

13 

5 

2 

6 

5 

Pordham 

6 

3 

2 

2 

— 

4 

1 

Horkesley,  Gt. 

14 

13 

3 

5 

8 

11 

Horkesley,  Lt. 

1 

— 

1 

— 

— 

- 

— 

Lange nhoe 

6 

4 

4 

— 

— 

3 

3 

Langham 

17 

4 

3 

3 

1 

11 

3 

Layer  Breton 

7 

5 

3 

— 

1 

2 

6 

Layer-de-la-Haye 

16 

9 

5 

— 

4 

8 

8 

Layer  Marne y 

6 

5 

8 

— 

2 

1 

— 

Me r sea,  East 

3 

1 

5 

— 

— 

4 

— 

Me  s  s i ng- c  urn- 1 nwo r  t h 

17 

4 

4 

5 

5 

5 

2 

Mount  Bures 

8  i 

5 

3 

— 

Peldon 

14 

8 

6 

1 

— 

3 

12 

Salco t t 

9 

3 

— 

— 

5  ! 

1 

Stanway 

25 

3 

10 

1 

2 

14 

1 

Tey,  Great 

4 

4 

2 

— 

3 

3 

Tey ,  Marks 

15 

3 

5 

3 

4 

—  i 

6 

Tiptree 

36 

7 

16 

3 

1 

18  ! 

5 

Virley 

| 

1 

1 

— 

— 

— 

— 

Wigborough,  Gt. 

4 

1 

— 

— 

3 

Wigborough,  Lt. 

—  j 

— 

— 

— 

I 

— 

Wormingford 

12  j 

- r 

5 

— 

3 

- ^ 

— 

\ 

4 

'!i  i  : 

413  173  ;  193  !  55  j  43  |l63  132 
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HOUSING 


During  the  year  30  unfit  houses  were  dealt  with  following 
official  representations. 

Re-examination  of  houses  originally  classified  as  fit  in  1946 
led  to  a  further  60  being  graded  in  Category  5.  By  the  end  of 
the  year  132  unfit  houses  remained  to  be  dealt  with,  an  increase  of 
9  on  the  previous  year. 

100  new  dwellings  were  completed  in  the  district. 


SEWAGE  DISPOSAL 

In  addition  to  the  works  at  Tiptree,  Dedham  and  West  Bergholt, 
the  new  plant  at  Eight  Ash  Green  was  in  operation  by  the  end  of 
the  year.  Sewers  in  this  parish  are  still  being  laid. 

During  the  course  of  the  year  the  Council  decided  upon  a 
programme  of  sewerage  which  will  eventually  serve  a  large  proportion 
of  the  District's  population. 
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MEAT  AND  OTHER  POODS 


Food  shops,  bakeries  and  other  places  where  food  is  prepared 
have  been  inspected  at  regular  intervals.  Samples  of  ice-cream  sold 
in  the  district  have  been  taken  at  intervals  for  examination  for 
bacterial  content. 

CARCASES  AND  OFFAL  INSPECTED  AND  CONDEMNED  IN  WHOLE  OR  IN  PART 

DURING  1957 


Cattle 

excluding 

eows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Horses 

Number  killed 

311 

nil 

16 

184 

313 

nil 

Number  inspected 

311 

nil 

16 

184 

313 

nil 

All  diseases  except  tuberculosis 

and  cysticerci 

Whole  carcases  condemned 

nil 

nil 

nil 

nil 

1 

nil 

Carcases  of  which  some  part 
or  organ  was  condemned 

33 

nil 

nil 

3 

10 

nil 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than  tuber¬ 
culosis  and  cystercerci 

10.61 

— 

1.63 

3.51 

— 

Tuberculosis  only 

Whole  carcases  condemned 

1 

nil 

nil 

nil 

nil 

nil 

Carcases  of  which  some  part 
or  organ  was  condemned 

12 

nil 

nil 

nil 

2 

nil 

Percentage  of  the  number 
inspected  affected  with 
tuberculosis 

4.18 

i  ~ 

— 

.  64 

— 

Cysticercosis 

j 

Carcases  of  which  some  part 
or  organ  was  condemned 

nil 

nil 

nil 

nil 

nil 

nil 

Carcases  submitted  for 
treatment  by  refrigeration 

j 

nil 

nil 

nil 

nil 

nil 

nil 

Generalised  and  totally 
condemned 

nil 

nil 

|  nil 

i 

nil 

I 

nil 

nil 
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NOTIFIABLE  DISUSE 

t.  .  . 

Table  of  Notifiable  Disease 


Table  of  Notifications  of  Tuberculosis 


Pulmonary 

Non-Pulmonary 

M 

F 

M 

F 

1-5  yrs 

5  -10  yrs 

— 

— 

— 

— 

10  -15  yrs 

— 

— 

— 

— 

15  -25  yrs 

— 

1 

— 

— 

25  -35  yrs 

1 

1 

1 

— 

35  -45  yrs 

1 

— 

— 

— 

45  -55  yrs 

— 

2 

— 

— 

55  -65  yrs 

1 

— 

— 

1 

over  65  yrs 

— - - 

.  .  ....  i 
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FACTORIES  ACT,  1937 


Inspections  have  been  made  at  the  various  factories  and  defects 
observed  lia^e  been  remedied.  The  following  table  gives  details  of 
the  work  done. 


Inspections  for  Purposes  for  Provisions  as  to  Health 

(including  inspections  made  by  Public  Health  Inspectors) 


Premises 


Number  on 
Register 


Number  of 
Inspections 


Written 
Not  ices 


(i) 


(ii) 


Factories  in  which  Sections 
1,2 ,3, 4  and  6  are  to  be 
enforced  by  Local  Authorities 


(iii) 


Factories  not  included  in 
(i)  in  which  Section  7  is 
enforced  by  the  Local 
Authority. 

Other  premises  in  which 
Section  7  is  enforced  by 
the  Local  Authority 
( excluding  outworkers ’ 
premises) 

Total 


27 


84 


32 


228 


Nil 


Nil 


100 


162 


Nil 


201 


422 


Nil 


Cases  in  which  Defects  were  Found 


Particulars 

Found 

Remedied 

Want  of  cleanliness 

2 

2 

Inadequate  ventilation 

Sanitary  conveniences:- 

nil 

nil 

Insufficient 

nil 

nil 

Unsuitable  or  Defective 

nil 

1 

Not  separate  for  sexes 

— 

— 

Other  offences  against  the  Act 

*— 

— 

Total 

— 

2 

3 

19  - 


i. 


'■  r 


I 


s 


i 

1 

i 

i 


